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1 Dated , Trivandrum , 28th April 1967. 
In exercise of the powers conferred by Section 5 of the 
Electricity ( Supply ) Act, 1948 ( Central Act 54 of 1948 ), the 
Government of Kerala hereby reconstitute the Kerala State 
Electricity Board with the following members from 1st May, 
1967 : 
1 . Shri R. P. Nair, Chief Engineer Chairman ( Full time ) 

(Civil) K.S.E. Board 
2. Shri S. S. Menon , Superintend 

Technical Member 
ing Engineer (Designs ) K.S.E. 

(Ex -Officio ) 
Board 
3. Shri K. Govinda Pillai, Retired 

Accounts Member 
Examiner of Local Fund 

(Full time ) 
Accounts , Government of Kerala 
4. Secretary to Government, Public Ex -Officio Member . 

Works Department 
5. Special Secretary to Govern Ex -Officio Member . 

ment, Industries Department 


. 


2 


The term of appointment of the above Members except 
Accounts Member will be for a period of one year from 1-5-1967 
The Accounts Member will hold office till a substitute to be 
appointed by Government takes charge . 


By order of the Governor , 

K. NARAYANAN , 
Secretary to Government. 
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